To:  Young,  Patrick[young. patrick@epa.gov] 

From:  Susan  C Smolinske 

Sent:  Sat  8/8/201 5 3:53:53  PM 

Subject:  FW:  Contaminated  river  water  tests  positive  for  lead,  arsenic 

Patrick 

EPA  hotline  has  not  been  helpful.  Can  you  find  nd  anything  about  what  we  tell  the  public? 
Susan 


From:  Brandon  Warrick  i Personal  Email/Ex.  6 | 

Sent:  Friday,  August  7,  ^'0T5”T0:'0'9’'PM 

To:  Steven  Seifert;  Susan  C Smolinske;  Stephanie  E Harvey 

Subject:  EPA:  Contaminated  river  water  tests  positive  for  lead,  arsenic 


I just  saw  this  story  on  the  news  about  the  Anemas  river.  The  EPA  site  isnt  all  that  helpful  for 
recommnedations.  I didnt  see  anything  on  the  DOH  website.  I was  wondering  if  we  put  something 
together  for  people  calling  with  questions?  Is  there  anything  I should  do?  I'm  work  the  12  hour  day  shift 
tomorrow  in  the  ED. 


If  we  don't  have  a plan  or  I hear  something  from  the  group  tonight,  I call  the  center  in  the  morning  and  talk 
things  over  with  the  spis  about  what  is  in  the  news  and  to  avoid  well  water  if  they  are  on  the  flood  plain. 

As  for  testing,  I was  going  to  respond  it  be  done  through  their  pep  and  we  can  help  with 
recommendations. 


http://www2.epa.gov/region8/goid-king-mine-release-emergency-responseEPA: 
Contaminated  river  water  tests  positive  for  lead,  arsenic 

(Sent  from  KOB  4) 

http://www.KOB.com/article/stories/s3873505.shtml 


Sent  from  my  Verizon  Wireless  4G  LTE  smartphone 


4004051 
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